From: 

Hanchett, James (DPH) 

Sent: 

Wednesday, March 24,2010 9:40 AM 

To: 

Nassif, Julianne (DPH) 

Subject: 

Closed Circuit TV 

Hi Julie, 



Stephen Lobik, Capital Project Manager for UMass Facilities & Campus Planning asked if we are supposed to get closed circuit TV for security in the renovations. He wants to make sure it’s included in the plans. 
Thanks, 


Jim 
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